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Bill providing grants to states for dental education and care is introduced in House 
by Representative Phillip Traynor, Delaware. . . . Hearings on Naval Dental Bill 
appear in March 1 issue of THE JouRNAL. 


Prosthetic Committee recommends that state societies appoint standing com- 


mittees on prosthetic dental service. . . . Council on Dental Health reports that the 
recommended program of the Low Income Committee is now available in pamphlet 
form. . . . New A.D.A. film, “The Story of the American Dental Association,” is 
available for showing by state and district dental societies. 


President Scherer praises record of dental officers and discusses plans for postwar 
period. . . . University of Texas appoints A.D.A. President to its board of regents. 

Army produces new dental health film to be used to instruct soldiers in dental 
health. . . . War Service and Postwar Planning Committee will release findings on 
the postwar questionnaire, surveying needs and desires of dental officers. . . . 
Memorial to dental officers who have given their lives in service is being planned 
by War Service and Postwar Planning Committee. 


Annual Red Cross Campaign, beginning March 1, asks aid from dentists. 


A.D.A. Board of Trustees meets in Chicago, February 9-12, authorizes President 
to appoint a committee to prepare for the William Thomas Green Morton Cele- 


bration October 16, 1946. 


The Journal of the American Dental Association. Vol. 32, No. 6. Published 
by the American Dental Association, 222 East Superior St., Chicago 11, Ill. 
Yearly subscription $5.00. Entered as second-class matter, May 27, 1942, 
at the postoffice at Chicago, IIl., under the act of August 24, 1912. Pub- 
lished semimonthly. Copyright 1945 by the American Dental Association. 
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A bill to provide grants in aid to the 
states for dental health education and 
dental care was introduced into the 
House of Representatives February 16 
by Rep. Phillip Traynor, Delaware. 
Under the terms of the bill (H.R. 2234), 
$7,000,000 would be authorized for the 
first year for dental programs in the 
states under the broad supervision of 
the United States Public Health Service. 
A national dental health council, com- 
posed of persons licensed to practice den- 
tistry, would “make recommendations to 
the Surgeon General on all matters re- 
lating to the dental health activities.” 
Technically, the bill is an amendment to 
the Public Health Service Act of 1944. 
A companion bill will be introduced in 


BitL INTRODUCED To PrRovipE GRANTS TO STATES FOR DENTAL HEALTH 
EDUCATION AND DENTAL CARE 


the Senate in the near future, according 
to an announcement by Carl O. Flagstad, 
chairman of the Committee on Legisla- 
tion, American Dental Association. 

The grants-in-aid bill follows closely 
on the introduction* of the dental re- 
search bill (S. 190) by Sen. James E. 
Murray, Montana. This bill authorizes 
the appropriation of $1,730,000 for 
dental research and the establishment of 
a national institute for dental research 
in the National Institute of Health. 

The research and grant-in-aid bills 
represent the translation into legislation 
of the three-point program for a national 
dental health plan that was approved 


*See J.A.D.A., 32:231, February 1, 1945. 
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by the House of Delegates of the Ameri- 
can Dental Association in 1939. Both 
bills were introduced at the request of 
the Committee on Legislation after con- 
sultation with the Council on Dental 
Health. 

TEXT.—The text of the bill follows: 

H.R. 2234 
IN THE HOUSE OF REPRESENTATIVES 
OF THE UNITED STATES 
February 16, 1945 

Mr. Traynor introduced the following bill, 
which was referred to the Committee on 
Interstate and Foreign Commerce. 

A BILL 

To amend the Public Health Service Act 
to provide grants to states for establishing 
and maintaining state dental health plans 
consisting of adequate measures for dental 
health education; and consisting of adequate 
measures for the prevention, treatment and 
control of d@tntal diseases; and for other 
purposes. 

Be it enacted by the Senate and House 
of Representatives of the United States of 
America in Congress assembled, that this 
Act may be cited as “The National Dental 
Health Act,” or as “Title VII of the Public 
Health Service Act.” 

SEC. 2. The Public Health Service Act 
of July 1, 1944 (58 Stat. 682), as amended, 
is hereby amended by adding at the end 
thereof the following new title: 

“TITLE VII—DENTAL HEALTH” 
DEFINITIONS 

SEC. 7o1. When used in this Act— 

(a) The term “Dental Diseases” means 
diseases or anomalies of the teeth and their 
supporting structures and their adjacent 


parts ; 

(b) The term “State Dental Health Au- 
thority” means the director of the Bureau 
or of the Division of Dental Health in the 
Department of Health of a State. 

NATIONAL DENTAL HEALTH 
ADVISORY COUNCIL 

SEC. 702. The National Dental Health 
Advisory Council shall consist of nine mem- 
bers; one of whom shall be the Surgeon 
General, who shall be an ex-officio member 
of the Council. The Surgeon General, with 
the approval of the Administrator, shall ap- 
point, without regard to the Civil Service 
Laws, eight members of the Council, who 
shall be persons, not otherwise in the em- 
ploy of the United States, skilled in the 
sciences related to’ dental health, licensed 
to practice dentistry, and who are outstand- 
ing in the study, diagnosis or treatment of 


dental diseases. Each appointed member 
shall hold office for a term of four years, 
except that (1) any member appointed to 
fill a vacancy occurring prior to the expira- 
tion of the term for which his predecessor 
was appointed shall be appointed for the 
remainder of such term, and (2) the terms 
of office of the members first taking office 
shall expire, as designated by the Surgeon 
General at the time of appointment, two at 
the end of the first year, two at, the end of 
second year, two at the end of the third 
year, and two at the end of the fourth year, 
after the date of the first meeting of the 
Council. The Council shall elect annually 
from its membership a chairman and a sec- 
retary. 

The National Dental Health Advisory 
Council shall advise, consult with, and make 
recommendations to the Surgeon General on 
all matters relating to the dental health 
activities of the Service; and shall recommend 
to the Surgeon General minimum standards 
of dental health education and dental health 
service to be administered by the Service or 
by state or local governmental units receiving 
grants under this Act. 

DENTAL HEALTH CONFERENCES 

SEC. 703. A conference of the dental 
health authorities of the several states shall 
be called annually by the Surgeon General. 
Whenever in his opinion dental health in- 
terests of the public would be promoted 
by a conference, the Surgeon General may 
invite such dental health authorities to con- 
fer with him. Upon the application of the 
dental health authorities of five or more 
states it shall be the duty of the Surgeon 
General to call a conference of all state and 
territorial dental health authorities joining 
in the request. Each state represented at 
any conference shall be entitled to a single 
vote. 

GRANTS AND SERVICES TO STATES 

SEC. 704. (a) To enable the Surgeon 
General to develop more effective measures 
for the prevention, treatment, and control 
of dental diseases; and to develop more ef- 
fective measures for the education of the 
public concerning such diseases; and by 
means of grants to assist the states, coun- 
ties, health districts, and other political sub- 
divisions of the states in establishing and 
maintaining adequate measures for the pre- 
vention, treatment, and control of such dis- 
eases, and the education of the public 
concerning such diseases; including the train- 
ing of personnel for state and local dental 
health work; and to meet the cost of pay, 
allowances, and traveling expenses of com- 
missioned officers and other personnel of the 
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Service detailed to assist in carrying out the 
purposes of this Section with respect to 
dental diseases; and to administer this sec- 
tion with respect to such diseases; there is 
hereby authorized to be appropriated for 
the fiscal year ending June 30, 1946, the 
sum of $7,000,000 and for each fiscal year 
thereafter a sum sufficient to carry out the 
provisions of this subsection. 

(b) For each fiscal year, the Surgeon Gen- 
eral, with the approval of the Administra- 
tor and of the National Dental Health Ad- 
visory Council, shall, in accordance with 
regulations, determine the total sum from 
the appropriations under subsection (a) 
which shall be available for allotment among 
the several states. He shall, in accordance 
with regulations, from time to time make 
allotments from such sums to the several 
states on the basis of (1) population, (2) 
the size of the dental health problem, and 
(3) the financial need of the respective states. 
Upon making such allotments the Surgeon 
General shall notify the Secretary of the 
Treasury of the amounts thereof. 

(c) The Surgeon General, with the ap- 
proval of the Administrator and of the Na- 
tional Dental Health Advisory Council, shall, 
in accordance with regulations, from time 
to time determine the amounts to be paid 
each state from the allotments to such state, 
and shall certify to the Secretary of the 
Treasury the amounts so determined, reduced 
or increased, as the case may be, by the 
amounts by which he finds that estimates 
of required expenditures with respect to any 
prior period were greater or less than the 
actual expenditures for such period. Upon 
receipt of such certification, the Secretary 
of the Treasury shall, through the Division 
of Disbursement of the Treasury Department 
and prior to audit or settlement by the 
General Accounting Office, pay in accord- 
ance with such certification. 


(d) In any state in which the state law - 


creating a state department of health limits 
the jurisdiction of the state department of 
health to a territory less than the entire 
state, then any portion of the state that is 
not under the jurisdiction of the state de- 
partment of health shall have the right, in 
accordance with regulations, to apply for a 
portion of the funds allotted to that state; 
provided that it shall meet the other re- 
quirements contained in this act concerning 
applications for funds. 

(e) The money so paid to any state shall 
be expended solely in carrying out the pur- 
Poses specified in subsection (a), and in 
accordance with plans presented by the den- 
tal health authority of such state or local 
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governmental unit, and approved by the Sur- 
geon General. 

(f) Money so paid shall be paid upon 
the condition that there shall be spent in 
such state or local governmental unit, for 
the same general purpose from funds of 
such state or local governmental unit an 
amount determined in accordance with reg- 
ulations. 

(g) Whenever the Surgeon General, after 
reasonable notice and opportunity for hearing 
to the dental health authority of the state, 
or of the recipient of the funds finds that 
with respect to money paid out of appro- 
priations under subsection (a), there is a 
failure to comply substantially with either 
(1) the provisions of this section; (2) the 
plan submitted under subsection (e) or (3) 
the regulations, the Surgeon General shall 
notify such dental health authority either 
that further payments will not be made from 
appropriations under such subsection (or in 
his discretion that further payments will not 
be made from such appropriations for ac- 
tivities in which there is such failure), until 
he is satisfied that there will no longer be 
any such failure. Until he is so satisfied the 
Surgeon General shall make no further cer- 
tification for payment to such State from 
appropriations under such subsection, or shall 
limit payment to activities in which there 
is no such failure. 

(h) All regulations and amendments 
thereto with respect to the provisions of this 
Act shall be made after consultation with 
a conference of the state dental health au- 
thorities. The Surgeon General shall obtain 
the agreement of a majority of such state 
dental health authorities prior to issuance 
of such regulations or amendments. 

(i) Funds appropriated under subsection 
(a), in addition to being available for pay- 
ments to states, shall also be available for 
expenditure by the Surgeon General in other- 
wise Carrying out the respective subsections, 
including expenditures for printing and bind- 
ing of the findings and investigations, and 
for pay and allowances and traveling ex- 
penses of personnel of the Service engaged 
in activities authorized by the respective 
subsections. 

APPLICATIONS FOR FUNDS 

SEC. 705. (a) To be approved an ap- 
plication for funds for carrying out the pur- 
poses of Section 704 must (1) set forth, 
in such detail as shall be required by regu- 
lations, the purposes for which the funds 
are to be used; (2) designate the territory 
within which the plan shall be operated; (3) 
designate the state agency or local govern- 
mental agency which shall be the sole 
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agency for carrying out such plan, and con- 
tain satisfactory evidence that such agency 
will have authority to carry out the plan 
applied for in conformity with this Act; (4) 
certify that such state or local governmental 
unit has created a dental health advisory 
council; and that at least two-thirds of the 
members of such council are licensed to 
practice dentistry in that state; (5) provide 
for carrying out such plan in accordance 
with the regulations provided for in this Act; 
(6) provide that the state agency or local 
governmental agency will make such reports, 
in such forms, and containing such informa- 
tion and comply with such provisions, as 
shall be required by the regulations pro- 
vided for in this Act, and (7) have the 
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approval of the state dental health advisory 
council if a state program; or have the ap- 
proval of the local dental health advisory 
council if a local program. 


DENTAL HEALTH EDUCATION AND 
INFORMATION 


SEC. 706. From time to time the Surgeon 
General shall issue information relating to 
dental health, in the form of publications or 
otherwise, for the use of the public, and 
shall publish periodic reports of dental health 
conditions in the United States and other 
countries and other pertinent dental health 
information for the use of persons and in- 
stitutions engaged in work in relation to the 
dental health functions of the Service. 


BOARD OF TRUSTEES 


The annual meeting of the Board of 
Trustees of the American Dental Asso- 
ciation was held at the Central Office, 
Chicago, February 9-12, with all mem- 
bers of the Board in attendance. Walter 
H. Scherer, President of the Association, 
presided at the four-day meeting, which 


-was devoted largely to routine business 


of the Association. The Ad Interim 
Committee of the Board was instructed 
to consider the advisability of making 
application for a permit to hold the an- 
nual meeting of the House of Delegates 
in September. No action will be taken 
until the new federal regulations regard- 
ing travel and conventions have been 
clarified and interpreted. 


ROSTER.—The Board approved a rec- 
ommendation to publish a roster of 
members of the American Dental As- 
sociation. Work on this project will be 
initiated immediately. The more am- 
bitious directory project, which will in- 
clude the names of all dentists in the 
country, has necessarily been delayed 
because of war conditions. 


ANNUAL MEETING oF A.D.A. Boarp or TRUSTEES 
HEtp 1n Cuicaco Fesruary 9-12 


HONORARY AWARD.—On the recommen- 
dation of the Patent Committee, the 
Board voted to confer the 1945 hon- 
orary award upon Percy R. Howe, Bos- 
ton. A plaque commemorating _ the 
award will be hung in the Central 
Office. Horace Wells was the 1944 re- 
cipient of the award. 


MORTON CELEBRATION.—The Board au- 
thorized the Association President to 
appoint a committee to prepare for the 
William Thomas Green Morton Cele- 
bration October 16, 1946. 


LoANS.—The Board voted that the mat- 
ter of loans to returning dental officers 
be turned over to the American Dental 
Foundation, as directed by the House of 
Delegates, with the suggestion that the 
Foundation attempt to develop a plan 
that will guarantee loans. This plan 
would supplement the benefits available 
under the “G.I. Bill.” If a plan is de- 
veloped, it will be submitted to the 
House of Delegates for approval. 
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Mip-MonTHLy Issue 


RESOLUTIONS.—The Board of Trustees 
unanimously adopted the following 
resolution in regard to the discussion 
which had been featured in the daily 
press and which implied that the Asso- 
ciation sought racial or religious quotas 
in dental education*: 


The Board of Trustees of the American 
Dental Association is not authorized to speak 
for the American Dental Association, as that 
authority rests with the House of Delegates, 
which is not in session at this time. 

The Board of Trustees is of the opinion 
that the members of the dental profession, 
and the Association, are opposed to a quota 
system which would discriminate against stu- 
dents on the basis of race or religion, or on 
the basis of origin, and indicate their ad- 
herence to the American principle that all 
men, regardless of race, creed or color, are 
entitled to equal opportunity, and that their 
fitness to practice dentistry shall be deter- 
mined solely by their capacities and attain- 
ments. 

The Board also authorized the re- 


lease of the following statement of the 
Council on Dental Education: 
The Council on Dental Education of the 


American Dental Association today issued 
the following statement on certain criticisms 
arising out of an article by the secretary of 
the Council, Harlan H. Horner, which al- 
legedly contained the implication that the 
Council on Dental Education favored the 
adoption of racial quotas for the entrance 
of students into dental schools. 

The Council on Dental Education is com- 
posed of representatives elected from each 
of the three organizations having major in- 
terests in dental education in this country: 
the American Association of Dental Schools, 
the American Association of Dental Exam- 
iners and the American Dental Association. 
Dr. Harlan H. Horner, who is secretary of 
the Council, has been active in the field of 
general education for many years in the State 
of New York and, for the past five years, has 
been engaged in a study of dental education 
under the auspices of the Council on Dental 
Education. 


*For editorial discussion of this subject, 
see J.A.D.A., 32:346, March 1, 1945. 
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The Council on Dental Education deeply 
regrets that controversy has arisen over any 
of its reports and wishes to make an un- 
equivocal statement of its position in the 
interests of a common understanding of the 
issues involved. 

1. The Council on Dental Education holds 
that every American boy or girl, native or 
foreign born, who has the character, ability, 
aptitude and professional interest has the 
right to seek a dental education without 
any qualifications whatever based on race or 
creed. 

2. The Council on Dental Education has 
not suggested in the past and will not coun- 
tenance in the future the establishment of 
any quotas for dental schools based on race 
or creed. 

3. The Council on Denta! Education does 
wish, however, to call attention to a problem 
in this connection that does have a direct 
and important bearing on dental health for 
the American people. There is now a well 
recognized shortage of dentists when com- 
pared with the potential need among the 
population for dental care. Such a shortage 
cannot be met in the interests of better dental 
health other than by the admission of all 
qualified applicants to the dental schools of 
the country. The Council has adhered to this 
policy since its inception in 1937. 

Many counties in the country are without 
dentists or without sufficient personnel to 
provide even rudimentary types of dental 
care. This situation, the Council holds, is 
not in the best interests of the health of the 
country. It is, therefore, the official policy 
of the Council not to restrict the entrance 
of qualified students in any part of the coun- 
try, but rather to encourage the neglected 
and undermanned areas to assume their re- 
sponsibilities to dental health. This can best 
be done by aiding such areas in sending 
qualified students to dental schools in the 
hope that they will return to these areas for 
the practice of dentistry. 

The record of the Council on Dental Edu- 
cation shows its continuing interest in the 
improvement of dental education in this 
country. Such improvement will not be 
served, in the opinion of the Council, by the 
selection of students on the basis of race or 
creed. The Council on Dental Education 
completely disavows such a motive on its own 
part or on the part of its employes. The 


|_| 

visory 
ap- 
vISOTY 
.\ND 
rgeon 
ig to 
ms or 

and 
realth 
other | 
1ealth 
d in- 
o the 
men- 
the 

Bos- 

the 
ntral 
4 re- 
d au- 
it to 
yr the 
Cele- | 
mat- 
fficers 
Yental 
use of 
the 

plan 
plan 
ilable 
is de- 


388 THe JOURNAL OF THE AMERICAN DENTAL ASSOCIATION 


Council has made a substantial contribution 
to the war effort by aiding the program 
to secure more dentists for the armed forces. 
The Council deplores any statements which 
would imply that it favors any program that 
would impair the permanent values for which 
this war is being fought. 

INDEX.—The Board also authorized the 
immediate preparation of an index and 
guide to official actions of the House of 
Delegates and Board of Trustees. 


PENSION PLAN.—A pension plan for em- 


ployes of the Central Office, proposed by 
the Business Manager, John J. Hollister, 
was referred to a special committee of 
the Board for study. A report will be 
made at the next meeting of the Board 
and to the House of Delegates. 
TRAVEL.—The Board voted to alter the 
formula of reimbursement for travel and 
other expenses incurred by officers and 
members of committees. The new rule 
provides for the payment of transporta- 
tion expense and $15 per day for other 
expenses. 


COMMITTEE REPORTS 


A.D.A. ComMITTEEs AND Counciis Make INTERIM 
Reports ON CuRRENT ACTIVITIES 


Many councils and committees of the 
American Dental Association submitted 
progress reports to the Board of Trustees, 
which convened in the Central Office, 
Chicago, February 9-12. A summary 
of the various activities follows: 


LEGISLATION.—The Committee on Leg- 
islation, Carl O. Flagstad, chairman, re- 
ported that a new naval dental bill 
is being framed and will soon be intro- 
duced into Congress. The committee 
also reported on the dental research 
bill and the dental grants-in-aid bill 
that have been introduced in Congress. 


INTERNATIONAL RELATIONS.—The Inter- 
national Relations Committee, Daniel 
F. Lynch, chairman, reported (1) that 
the motion picture project for South 
America had been completed; (2) that 
Victor H. Sears, New York, started a six- 
months trip to South America February 
14 as Official representative of the Amer- 
ican Dental Association; (3) that plans 


were being completed for the Second 
and Third Inter-American Postgraduate 
Courses in Dentistry, and (4) that John 
Ross, of Philadelphia, has been appointed 
chairman of a special subcommittee to 
study dental affairs in China. 


SCIENTIFIC EXHIBITS.—This committee, 
Hamilton B. G. Robinson, chairman, 
reported that it is preparing a list of 
scientific exhibits for the use of compo- 
nent and constituent societies. 


MOTION PicTUuRES.—C. C. Connelly, 
chairman, Motion Picture Committee, 
reported that new films are being re- 
viewed and that a list of available motion 
pictures is being prepared for distribu- 
tion. 


DENTAL MUSEUM.—The Dental Museum 
Committee, Henry A. Swanson, chair- 
man, reported that (1) the Dental and 
Oral Pathology Registry now has 4,500 
cases on files; (2) the third edition of 
the Atlas of Dental and Oral Pathology 
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has been placed on sale; (3) colored 
lantern slide sets are available to dentists 
on request for the clinical study of 
oral manifestations, and (4) a fellowship 
in dental and oral pathology has been 
established and applications are now be- 
ing received. 


LIBRARY.—John E. Gurley, chairman, 
Library Committee, reported that the 
committe is planning to engage a pro- 
fessional librarian to survey the library 
and indexing work, and that the next 
volume of the Dental Index would be 
published within the year. 


PROSTHETIC COMMITTEE.—Waldo H. 
Mork, chairman, Prosthetic Committee, 
recommended that (1) each state so- 
ciety appoint a standing committee on 
prosthetic dental service, and (2) these 
committees begin work in accordance 
with the program approved by the House 
of Delegates in 1944.* 


ECONOMICS.—The Committee on Eco- 
nomics, L. M. FitzGerald, chairman, 
reported on the completion of its sur- 
vey of hospitals in the United States and 
possessions employing dental personnel 
in 1943. The preliminary findings of 
the study of dental conditions among 
naval recruits were also reported. The 
committee also recommended that a 
new study of dental income and of the 
demand for dental service be initiated 
by the committee. 


MEMBERSHIP.—The Membership Com- 
mittee, Paul W. Zillmann, chairman, 
recommended that the House of Dele- 
gates consider the remission and re- 
fund of all dues to all reserve officers in 
the armed forces. The committee also 
asked for clarification of certain mem- 
bership classifications. The new motion 
picture “A.D.A.: The Story of the 
American Dental Association,” a project 


*J.A.D.A., 31:1697: December 15, 1944. 


of the committee, was reported as com- 
pleted and available for showing. The 
annual essay contest for junior members 
was announced for 1945. 


NATIONAL BOARD OF DENTAL EXAMINERS. 
—Gordon L. Teall, secretary of the 
board, reported that: 


July 31-August 1, 1944, examinations were 
held in eleven centers, with students from 
eleven schools. Thirty-eight candidates took 
Part 1 of the examinations, nineteen took 
Part 2 and eight were reexamined in one or 
more subjects. Seven paid examination fees, 
but were unable to participate in this session. 

December 4-5, 1944, examinations were 


- held in ten centers, with students from eleven 


schools. Sixty-three candidates took Part 1 
of the examination, six took Part 2, and three 
were reexamined in one or more subjects. 
Eight candidates paid fees, but were unable 
to take the examination at this session. 


DENTAL HEALTH.—Hugo M. Kulstad, 
chairman, Council on Dental Health, 
reported that (1) various changes had 
been made in the committee structure 
of the council; (2) the Council will 
aid in the preparation of educational 
material to be used in the national phys- 
ical fitness program; (3) the Low 
Income Committee had completed its 
initial study of basic policies for the 
organization and operation of dental 
care programs for low income groups; 
(4) the recommended program of the 
Low Income Committee is now avail- 
able in pamphlet form; (5) the Com- 
mittee on Methods of Payment has pre- 
pared a statement of procedure and 
sample legal instruments for developing 
experimental programs; (6) the coun- 
cil is engaged in studying the possibility 
of sponsoring a number of experimental 
dental care programs, from the stand- 
point of financing and rendering dental 
care, as well as from the standpoint of 
preventing and controlling dental dis- 
eases, and (7) the council is steadily 
expanding its services to state and com- 
ponent councils. 
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MEMBERSHIP COMMITTEE 


New Motion Picture on Activities of American Dental Association 
Now Available for Showing 


A new sound motion picture called 
“A.D.A.: The Story of the American 
Dental Association” has been completed 
and will be released for showing by state 
and district dental societies March 1. 
The picture was produced to show mem- 
bers what the American Dental Associa- 
tion stands for, what it has done and 
what it stands equipped to do in the 
future. The Membership Committee of 
the American Dental Association, of 
which Paul W. Zillmann is chairman, 
sponsored the picture, which was filmed 


by the Jam Handy Organization, a pro- 
fessional motion picture concern. 

The film, which runs for twenty-two 
minutes, was produced under an ap- 
propriation of $25,000 from the Ameri- 
can Dental Association. Haford Ker- 
bawy directed the picture, which has 
narration by Vincent Pelletier, the well- 
known radio announcer. 
story.—‘“A.D.A.: The Story of the 
American Dental Association” recounts 
pictorially the early history of dentistry 
in the barber-surgeon era. It traces the 


Production shot from new motion picture “A.D.A.: The Story of the American Dental 
Association.” 
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Filming of new A.D.A. motion picture. 


development of the dental profession 
from obscure beginnings through the es- 
‘tablishment of the first dental college 
and the founding of the American Den- 
tal Association. The various activities of 
the Association that have a_ beneficial 
effect on the welfare of the public and 
of the profession are dramatically por- 
trayed. 

DISTRIBUTION.—The picture may be 
shown without charge on application to 
the Central Office. In order to insure 


equitable distribution of the firm, an- 
nouncements are being mailed to all 
state and local societies with accompany- 
ing application blanks. The film will be 
sent with a complete folder of instruc- 
tions. 

Inquiries regarding the picture should 
be sent to the Business Manager, Ameri- 
can Dental Association, 222 E. Superior 
St., Chicago 11, Il. 


Scene from motion picture “A.D.A.: The 
Story of the American Dental Association.” 


PRESIDENT’S MESSAGE 


PRESIDENT SCHERER Praises REcorD oF DENTAL OFFICERS 
AND Discusses IMPORTANT PROBLEMS OF PostwarR PERIOD 


December 7, 1941, there was placed 
on American Dentistry the moral duty 
and privileged responsibility to utilize 
to the utmost her scientific knowledge 
and specialized service in the treatment 
of the dental ills of the armed forces, 
and thus to share in the common ef- 
fort of the American people in achieving 
an early and decisive victory. In that 
fateful hour, and the months immedi- 
ately following when fear hovered over a 
nation unprepared militarily and psy- 
chologically, thousands of the medical 
and dental professions volunteered. 


Lucrative practices were abandoned, 
loved ones bidden farewell and the as- 
signments to posts of duty willingly ac- 
cepted. In surveying the nearly three 
years of their toil and sacrifice, proper 
testimony is absolutely embodied in the 
contrite phrase, “They valiantly carried 
on.” 

In the vast cauldron of war, and.-its 
blood and sweat and tears, there is 
being born and nurtured among those in 
uniform a bond of fraternalism which 
will continue to grow firmer in the days 
of peace to come. That the legion of serv- 
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ice men will fashion the future of Amer- 
ica is as certain as that the night follows 
the day. Will they not be critical of 
those who shirked their duty during the 
dark period of the nation’s trial? To be 
otherwise would appear to constitute dis- 
loyalty to, and forgetfulness of, those 
fellow comrades who fate decreed should 
not return, and to the war widows and 
the war orphans. 

RECORD.—At the time of the accounting, 
Dentistry will have no occasion to hang 
her head. She has bent her back to the 
task and shouldered her responsibilities 
in an honorable, vigorous and generous 
way, befitting the glorious traditions of 
the profession, and shall assume a well- 
earned place, strong, proud and articu- 
late, in the councils that shall direct 
and guide the country’s future course. 
The present record shows that, in the 
Army Dental Corps, there have been 
sixty-eight deaths. Thirty-two are prison- 
ers, eight are missing and nineteen have 
won citations. In the Naval Dental Corps, 
there have been twelve deaths, fourteen 
have been taken prisoner, three are miss- 
ing, eight have won citations and six 
have received letters of commendation. 

The two greatest problems confront- 
ing us in the postwar era are, first, the 
demobilization and relocation of the 20,- 
000 dental officers who are in the armed 
services. The second is one that faces 
not only the dental profession, but also 
all other healing professions, that of 
making more and better health service 
available to all classes of our popula- 
tion. 

We believe that the current dissatis- 
faction among certain groups, relative 
to their allegiance to the American Den- 
tal Association, will disappear instantly 
on their return to civilian practice. I 
am convinced that service men are 
aware of the activities of the A.D.A. 
and that they consider their membership 
in the A.D.A. a,necessity and not a lux- 
ury. Overwhelming evidence is at hand 
that in the minds of many dental offi- 


cers, the American Dental Association 
has not given them the support to which 
they are entitled. This lack of support 
may be traced to failure to secure pro- 
motions that were probably due them, 
assignments to various duties that were 
not of a professional nature or lack of 
suitable equipment and instruments, or 
the control by and subservience to med- 
ical officers of lower rank which led to 
discrimination against dental officers by 
medical officers. The officers of both 
the Army and the Navy are in full accord 
with the statement that soldiers who 
“won’t gripe won’t fight.” 

The American Dental Association is 
justly proud of the accomplishments of 
the dental profession in the armed 
services. They are equally jealous of 
the excellent organization that has 
now grown to one of almost 61,000 
members. 

PLANS.—Local, component, state and 
parent societies have been diligently at 
work on plans for return of the men in 
service to private practice for over a year. 
The War Service and Postwar Planning 
Committee has inaugurated many activi- 
ties to simplify relocation and return to 
private practice. More than 5,000 ques- 
tionnaires have been returned for check- 
ing and tabulation. Refresher, post- 
graduate and training courses in special 
fields will be given every dental officer, 
according to his individual wishes and 
ambitions. The War Service Committee 
is in conference with the Council on 
Dental Education and the American 
Association of Dental Schools, to formu- 
late plans for the operation of these 
refresher courses. Many dental officers, 
particularly the men who went into the 
Army directly from college, are con- 
cerned in the purchase of equipment and 
supplies. The War Service Committee 
has been in consultation with the Sur- 
plus Property Division of the Treasury 
Department. Up to the present time, no 
appreciable amount of dental equipment 
or supplies has been made surplus and 
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none may be for some time because of 
the war situation. 

The A.D.A. officers and this com- 
mittee have emphasized to this branch 
of Government the necessity for giving 
the veteran dental officer on his return 
an opportunity to purchase equipment 
and supplies at normal prices, and has 
urged that, if priorities are necessary 
for these purchases, returning dental 
officers be granted one. The committee 
is making every effort to prevent this 
property from reaching the hands of 
speculators, who would not hesitate to 
charge the returning veteran exorbitant 
prices for these essential supplies and 
equipment. 

G1. BILL.—Under the terms of the G.I. 
Bill, the returning veterans are given 
financial assistance and aid, if it is 
needed. The American Dental Founda- 
tion has appointed a committee to study 
and develop a plan for financial aid 
that will continue the work and benefits 
where the G.I. bill stops. Such a plan, 
when developed, will be presented to 
the House of Delegates for ratification. 

A number of state societies have re- 
mitted dues of their members in the serv- 
ice for a period of six months, others 
for a longer period. A committee from 
the Board of Trustees is studying a 
resolution that will remit the dues of the 
American Dental Association. This com- 
mittee will report at the next meeting 
of the House of Delegates, which is 
scheduled for September. 

Many members of the armed forces 
have made the supreme sacrifice. Over 
these, our honored and beloved dead, 
we bow in silence. A war memorial to 
these heroes is being planned by the 
American Dental Association. Many 


citations of valor and bravery far be- 
yond the call of duty have been issued 
to members of the dental profession. 

POSTWAR ERA.—We are looking long- 
ingly toward the so-called postwar era. 
To some, the shallow thinkers, their 
imaginations run riot, it appears a para- 


393 


dise. I do not believe that it will be a 
warless world. It will be a world in 
which our war will have to go on, but 
it will be a war which will be construc- 
tive in its outreach and permanent in 
its effect. Our youth will have to fight 
in order that this same Valley Forge 
brand of freedom will not be over- 
whelmed by the subtle poisons of collec- 
tivism which, given encouragement, will 
destroy individual rights. It will be that 
kind of war. Whatever else it may be, 
it will not be a world of inactivity, as 
many men returning from the fields of 
battle will challenge those of us who 
have remained at home. 

I think it fair to say to any man in 
uniform “You may take off your uniform 
when you return from the war, but you 
must not take off the war. You must 
only change the locus of your struggle ; 
for, after you have won a military vic- 
tory, you must plunge into a _never- 
ceasing battle for human decency and 
God-given rights.” For, actually, a war 
is not won or lost until a quarter of a 
century after the fighting has stopped. 

Every veteran of World War II, on 
receiving his final honorable discharge, 
is given a special gold lapel button, in- 
dicating his service in the war. When we 
see it, a gold badge of courage, we are 
reminded that the man who wears it 
has offered his life for his country.— 
W. H. Scherer, President. 


SCHERER APPOINTED 
REGENT aT Texas U. 


Walter H. Scherer, President of the 
American Dental Association, has re- 
cently been appointed to the Board of 
Regents of the University of Texas by 
Gov. Coke Stevenson. For many years, 
Dr. Scherer was president of the faculty 
and of the trustees of the Texas Dental 
College, which is now the School of Den- 
tistry of the University of Texas. 
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ARMY AND NAVY 


Army Propuces New 
DenTAt HEALTH FILM 


A new motion picture with animation 
and live action shots has just been com- 
pleted by the Army and will be used 
to instruct soldiers in dental health. 
The basic manuscript for the twenty- 
four minute film was prepared by the 
Dental Division, Surgeon General’s Of- 
fice, with the assistance of Lon W. Mor- 
rey, Director, Bureau of Public Relations, 
American Dental Association. The 
movie was produced in Hollywood by 
the Army Signal Corps through the 
facilities of the Walt Disney and Pine 
Thomas studios. The Army Signal Corps 
and professional scenario writers collab- 
orated on the final script. 


TRAINING FILM.—This training film, 
which every soldier in the Army will 
be required to see, will be available for 
Army distribution April 1. Distribution 
at the present time will be limited to 
the Army, but efforts are being made to 
make it available for civilian showings. 

The film will show the soldier the 
need for oral hygiene, the proper care 
and function of the teeth and some of 
the methods to reduce the incidence 
of dental caries. The picture will also 
treat the progress of caries and the use 
of artificial dentures. The final scene 
of the motion picture is made up of 
actual Signal Corps shots taken during 
combat on a Pacific island. The com- 
mentary in this part points out that the 
soldier in combat will have little time 
for proper oral hygiene and that pre- 
liminary dental care is essential in order 
to avoid dental casualties during the 
battle. 

Pvt. Kent Smith, now on duty with the 
Army Air Forces and under contract to 


RKO Studios, plays the part of the 
dental officer. Other roles are taken by 
Army personnel. 


Rep. L. Mendel Rivers, South Carolina, 
who introduced the Naval Dental Corps bill. 


HEARINGS ON NAVAL DENTAL 
Britt 1n Marcu 1 Journar 


The publication of the complete text 
of the House of Representative hearings 
on the Naval Dental bill was initiated 
in the March 1 issue of THe JourNaL.* 
Further installments will appear regu 
larly each month. 


The bill, which was designed to pro- 
vide more efficient dental care for naval 
personnel by permitting the Dental Corps 
to have control of its own affairs, was 
introduced into the House by Rep. L 


*J.A.D.A., 32:364, March 1, 1945. 
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Mendel Rivers, South Carolina. The 
bill was passed unanimously by the 
House, but was not reported out of com- 
mittee in the Senate. 

Representative Rivers, who was a vig- 
orous supporter of the Naval Dental 
bill, was elected in 1940 and has served 
continuously since that time in the 
House. 


ep your RED CROSS| 


Poster for Red Cross campaign. 


Dentists ASKED TO AID 
Annuat Rep Cross CAMPAIGN 


Dentists have been asked to partici- 
pate in the 1945 Red Cross War Fund 
campaign by making contributions 
through state and local dental societies. 
The annual drive, which began March 
1, has a national goal of $200,000,000. 
This money will finance all Red Cross 
activities during 1945 and, barring great 
national emergencies, the appeal for the 
War Fund will be the only Red Cross 
appeal for this year. 


War SERVICE COMMITTEE 
PLANs For WAR MEMORIAL 


Plans for a memorial to be dedicated 
to all dental officers who have given - 
their lives in this and in previous wars 
have been initiated by the War Service 
and Postwar Planning Committee of the 
American Dental Association. Such 
activity was authorized by the House 
of Delegates, October 1944, but it is an- 
ticipated that the project cannot be com- 
pleted until after the war. 

The actual solicitation of funds for the 
memorial, C. Willard Camalier, chair- 
man, said, will not be inaugurated for 
several months, but the active interest of 
all members is solicited by the commit- 
tee on the type of memorial to be estab- 
lished. The committee also reports that 
a preliminary suggestion has been the 
establishment of a suitable memorial in 
the new American Medical Library and 
Museum, which will be erected near the 
Capitol in Washington after the war. 
The research work of the Dental Mu- 
seum Committee of the American Dental 
Association will eventually be carried on 
in the new building, and there has been 
some discussion regarding the establish- 
ment of the memorial in connection 
with this enterprise. 

Suggestions on the type and locale 
of the war memorial should be sent to 
C. Willard Camalier, 1726 I St., N.W., 
Washington, D. C. 


Finpincs To Be RELEASED ON 
SERVICEMEN’S QUESTIONNAIRE 


A series of. articles on the results of 
the postwar questionnaire which sur- 
veyed the needs and desires of dental 
officers is being prepared by the War 
Service and Postwar Planning Commit- 
tee. The first article will appear in the 
May 1 issue of THE JourNaL. It will 
be a summary of the general findings 
of the study. 
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ASSOCIATION AFFAIRS 


DENTAL FELLOWSHIP OFFERED 
AT REGISTRY OF PATHOLOGY 


A fellowship in dental and oral path- 
ology open to graduates of recognized 
dental schools has been established by 
the American Dental Association at the 
American Registry of Pathology, Army 
Institute of Pathology, Army Medical 
Museum, Washington, D. C. The ap- 
plications for the fellowship are now 
being received and should be sent to 
the Director, Army Institute of Path- 
ology, Army Medical Museum, 7th and 
Independence Aves., S.W., Washington 
25, D.C. 

The fellowship, which was developed 
as a project of the Dental Museum Com- 
mittee of the A.D.A., is designed to af- 
ford advanced training in dental and 
oral pathology to those who wish to pre- 
pare themselves for a.career in a teach- 
ing or research institution. Appoint- 
ments will be made for a term of one 
year and are subject to renewal. The 
stipend is $2,000 per annum. 


** ACCEPTED” DENTIFRICE 
Distrisutors Ho_p MEETING 


An open meeting of distributors of 
dentifrices accepted by the Council on 
Dental Therapeutics was held in the 
Central Office, Chicago, February 13. 
The program to increase the significance 
of the Seal of Acceptance of the Coun- 
cil was the major topic of discussion, 
which was purely informal. No attempt 
was made to arrive at any decisions with 
regard to the distribution of accepted 
dentifrices. 

The following were in attendance: 
Mr. Salem Baskin, Acme Laboratories; 
Dr. Charles Briggs, Briggs Distributing 
Company; Mr. A. Von Boeselager, Com- 


fort Manufacturing Company; Dam 4 
Clyde Nelson and Mr. G. F. Waplegam 


_ L. D. Caulk Company; Mrs. B. L. Nei 


of Klin-Aid Laboratories; Mr. R. 
Patterson, Pycopé, Inc., and, representa 
ing departments of the American Dental 
Association, Mr. John J. Hollister, Busi 


ness Manager; Dr. Harold S. Smith 
chairman of the Council on Dent 
Therapeutics; Dr. Arno B. Luckhardia 


of the Council on Dental Therapeutiggal 
Dr. Lon W. Morrey, Director of tia 


Bureau of Public Relations; Dr. Hargldilll 


Hillenbrand, Editor of THe Journaig 


Dr. J. Roy Doty, Associate Chemis 


A.D.A. Bureau of Chemistry; Mr. Julialj 
Jackson, A.D.A. Public Relations Coum 
sel, and Dr. Donald A. Wallace, Secraal 
tary cf the Council on Dental Therm 
peutics. 


Ginervitis FoLtowinc Use oF 
“Tpana”” REPORTED BY COUNCIL 
The Council on Dental Therapeutigl 
of the American Dental Association ha 
issued a report of several complainij 
regarding gingivitis following the use @ 


“Ipana” toothpaste.* The matter ha - 


also been under investigation by the 


and Drug Administration. Other mam 


ports on “Ipana” toothpaste will 


published by the Council as soon as fu '® 


ther significant information become 
available. 


Journa. INDEX For 1944 
AVAILABLE ON REQUEST 


The index for the 1944 volume of THEE 


JournaL is now ready and may Gam 
secured on request to the American Det 
tal Association, Journal Index, 222 Bam 
Superior St., Chicago 11, Ill. The inde 
is now printed separately owing to tii 


wartime paper shortage. Copies of thesia 


1943 Index are still available in limited a 
number. 3 


*J.A.D.A., 32:355, March 1, 1945. 
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